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EDITORIAL NOTICES 


CUNTRIBUTIONS should be sent to the Editor, The Dental Practitioner, 
42/44 Triangle West, Bristol 8. Original articles are accepted on the under- 
standing that they are contributed solely to this Journal. 

Manuscript should preferably be typewritten with double spacing and wide 
margins, and the author should keep a copy. Articles and their illustrations 
become the property of The Dental Practitioner, unless authors reserve the 
right before publication. 

Illustrations should be clearly numbered and legends should be written 
on a separate sheet of paper and not put on the backs of the originals. Each 
figure should be referred to in the text. Prints are preferred to X-ray negatives 
and should be on glossy paper. Lettering which is to appear on illustrations 
is best shown on an overlay or rough sketch. It should not be put on the 
original. | 
Tables should be typed on separate pages and each should have a caption 
which will explain the data without reference to the text. 

References to dental literature should be recorded in the text, with the 
name of the author and the year of publication in parentheses. In the 
bibliography they should be arranged in alphabetical order in the following 
form, the abbreviations of periodicals being those adopted in the World 
List of Scientific Periodicals, e.g. :— 

Situ, J. A. K. (1949), Brit. dent. J., 86, 271. 

Lewis, R. W. B. (1947), The Jaws and Teeth, 2nd ed., 471. London: 
Science Publishing Co. | 

Authors may obtain reprints of their articles if the Publishers are informed 
when the proofs are returned. They will be charged at the cost of production 
and 50 copies are suggested as a minimum. 


Bustness COMMUNICATIONS should be sent to the Publishers, John 
Wright & Sons Lid., Bristol 8. 
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A Monthly fFournal for 


EDITORIAL 


PRESENT-DAY 


Now that the Dental Trade Exhibition is 
over we can review the equipment in the 
surgery in the light of new materials. To aid 
you in this task we publish brief reports of 
particularly interesting items both for the 
surgery and the laboratory. There seems to be 
a definite new trend, in the right direction, in 
the design of dental equipment. The emphasis 
is now concentrated on producing a unit, 
either single or combined with a cabinet, for 
use on the right-hand side of the chair. The 
large static unit on the left side is now giving 
place to a more mobile unit which may be 
used in any position required by the operator. 
This is really inevitable with the latest designs 
of the modern operating stool and the fact 
that more and more dentists are sitting down 
to work. If an operating stool is employed the 
patient must be tilted back in the chair to a 
greater angle, which means that the unit by 
the spittoon is even farther away and is in fact 
out of reach. 

Time and motion studies are of interest to 
the practising dentist and most of them would 
be surprised at the useless waste of energy 
brought about by standing up and constantly 
reaching out for instruments. If this energy 
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TRENDS 


were conserved by the reduction of move- 
ments, more and better work could be per- 
formed, particularly at the end of the day. It 
is even claimed in America that by sitting 
down to work the high-income period may be 
extended by as much as five years. 

It will be interesting to see the develop- 
ment of design over the coming years. We 
trust that these improvements will be watched 
over by selected members of the profession 
before manufacture. This advice is usually 
sought by the producers, but it is felt that there 
is still room for improvement in the co-opera- 
tion between the two branches. It is said that 
there is nothing new under the sun, but the 
inventive genius of man still has plenty of 
scope to improve the lot of the dentist. 


‘“‘ True medicine only arises from the 
creative knowledge of the last and 
deepest powers of the whole universe; 
only he who grasps the innermost nature 
of man can cure him in earnest.” 

—-PARACELSUS. 
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THE BRITISH DENTAL TRADE EXHIBITION , 


Tue Dental Exhibition was opened on Monday Mr. Hooker said: “I give to all here a vey 
morning, October 29, in the New and Old hearty welcome, and also extend that welco: ie 
Halls of the Royal Horticultural Society, to the many hundreds more who will p: 


J. M. Hooxer, Esa. Mi 


Westminster, by the President of the Associa- through these two Halls of the Royal Horti- comp 
tion of Dental Manufacturers and Traders of cultural Society in the next four days, to this mach 


the United Kingdom, Mr. J. M. Hooker. British Dental Trade Exhibition of 1951. rests 
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‘‘There have been many predecessors, but I 
venture to think this will be found to be the 
most comprehensive of its kind ever held in 
the United Kingdom. As you know, it is being 
held exclusively for the various branches of the 
Dental Profession and the Dental Trade of this 
country and the rest of the world. It is not 
available to the general public, and therefore 
the visitors to the Exhibition will have, I hope, 
ample opportunity to see the products which 
are displayed. Season tickets, which can be 
used again and again, have been issued, so that 
it is hoped if anyone does not see all he wants 
to see, he can come back again on Tuesday, 
Wednesday, and Thursday—any time between 
9.30 a.m. and 6 p.m. 

“The primary purpose of these two Exhibi- 
tions is to bring before the Dental Profession 
and its ancillary services—Dental Nurses, 
Laboratories, and Technicians—all the up-to- 
date equipment, instruments, and materials 
used in Dentistry to-day. Dental products of 
all kinds of British manufacture, as well as 
goods from European countries and the United 
States of America, are on show. Some have 
been specially brought from abroad in order 
that they should be available at the Exhibition. 
Currency restrictions may make it impossible 
for them to be bought at the present time. 

“‘It is known that large numbers of Dental 
Surgeons and their assistants from all over the 
country will be visiting the two Exhibitions, 
not only to see what the dental engineer and 
the research departments of the industry have 
to offer, but to view the large numbers of 
technical films which are being shown through- 
out the period of the Exhibition in the Lecture 
Hall, and also to see the table demonstrations 
of modern materials and equipment which 
will be given regularly each day in the Old 
Hall. 


REVIEW OF 
The Amalgamated Dental Co. Ltd. 


Much interest was shown in the section 
featuring the Metallurgical Division of the 
company, where many and various types of 
machines and equipment were shown and 
tests carried out of the various metal samples, 


‘The second purpose for which the Exhibi- 
tion is being held is to introduce British 
dental goods to overseas trade buyers. Trade 
Representatives from such countries as 
Australia, Belgium, Cyprus, Denmark, Finland, 
France, Greece, Holland, Italy, Norway, the 
Philippines, Portugal, Spain, Sweden, Switzer- 
land, Syria, and Turkey will be attending the 
Exhibition. It is confidently hoped that this 
interest from countries overseas will further 
extend the large and ever-growing export 
market for British dental goods. 

**Since the inception of the National Health 
Services in 1948, many, changes in British 
Dentistry have taken place, and unprecedented 
demands have been made by the Profession 
for the goods and services which the dental 
manufacturers and dealers provide. We are 
pleased to say these heavy calls have been 
satisfactorily met by the industry. 

“The new Dental Service has demanded 
new materials and new techniques. The close 
co-operation which has always existed between 
the Profession and the Dental Trade has never 
been more evident than in the past few years. 
Joint research by both sides—the dental 
practitioner in his surgery, the technician and 
the manufacturer in his laboratory and 
machine shops—has brought to the service 
of dentistry many new processes, materials, etc. 

“Throughout the civilized world the science 
of dentistry continues to make great advances 
and the British dental manufacturers feel 
confident that this 1951 Exhibition, which is 
much larger in scope than the very successful 
one held in 1948, will serve to emphasize in no 
uncertain manner that Great Britain is con- 
tributing in a large measure to the betterment 
of world-wide dental health. 

‘“*T now have much pleasure in declaring the 


1951 British Dental Trade Exhibition open.” 


THE STANDS 


completed instruments, and components—a 
new idea at this exhibition and one which 
certainly appeared popular. 

In the prosthetics section two new 
products were demonstrated: The “ Duplit” 
Exact Duplicator, which is an alginate specially 
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developed for accurate model duplication, 
having a simple technique; and “Stellon” 
Veined, a further addition to the acrylics, 
which, as the name implies, imparts a faintly 
veined surface to the denture. 

A very impressive surgery was on show using 
all Sterling equipment in a new shade of grey. 
The new Sterling Mobile Dental Unit is 
mounted on castors and although designed to 
stand on the right-hand side of the chair can 
be readily moved to suit the individual 
practitioner’s ideas. For the left-handed 
operator a special bracket arm is obtainable. 

The “ Thermoflow ” Spittoon is another new 
addition and is of the normal pedestal type 
with a built-in water heater which supplies a 
warm-water syringe and tumbler filler. 

The new Mobile Operating Stool has a saddle 
seat and back-rest, and is mounted on castors; 
with a little practice it is indeed a simple 
matter to move not only around the chair, 
but, as the demonstrator showed, all around 


the surgery. 
Arrow Manufacturing Co. 


Among the items to be seen was a new 
“*X-ray Mirror”? made by Réntgen-Freund of 
Niirnburg, Germany. The “X-ray mirror” is 
a small fluorescent screen slightly larger than 
the normal mouth mirror. The “mirror” part 
consists of a fluorescent screen which emits 
light waves when activated by X rays. It is 
used in place of a dental X-ray film, and gives 
an immediate X-ray picture on the screen. It 
is held by a long handle with a metal disk to 
protect the hand of the operator. Providing 
the screen is used with extremely great care 
it has a useful scope in dental radiography. 
The instrument would be useful in root 
canal therapy, and location of buried roots, etc. 

A new orthodontic expansion spring screw 
was also shown. This expansion screw in- 
corporates a spring which will exert continuous 
pressure on the dental arches while the plate is 
being worn. It should allow for more accurate 
control of the expansion. Through the yielding 
action of the spring the plate is easily inserted 
in the mouth. The screw is the average size of 
the normal Badcock expansion screw, and the 
directions for use are similar. 
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Claudius Ash, Sons & Co. Ltd. 


Here undoubtedly the architects had been 
at work and the lessons learned in kitche. 
design had been put to good use in the 
designing of the Dental Laboratory, using the 
“Unit” system. Six Units are available, three 
main units and three additionals, known as 
**Tnfilling”’ units. 

The main units comprise a work bench, plas- 
ter bench, and sink unit; and the infilling units 
consist of (a) a drawer with cupboard under- 
neath and flat working top, (b) nest of four 
drawers with flat working top, (c) corner piece, 
being merely a flat rectangular shelf not a 
unit. The work bench is fitted with five 
drawers, filing pin and tray, two gas and three 
electric points. 

The plaster bench has one electric point, 
three cupboards, and a drawer. On the working 
surface is a hole with fitted cover into which 
residual plaster is swept. 

The sink unit has a large stainless steel sink 
with two taps (hot and cold) and a draining- 
board; under these is a drawer and two large 
cupboards with double doors. Needless to say, 
the units can be placed in any order and a 
continuous fitment is produced. 


Associated Dental Products Ltd. 


Here the extensive range of ““Kemdent” 
products were on show, including all grades of 
waxes, inlay waxes, special soft “bite” wax 
in preformed arch shapes and in strip form, 
and the T-shaped bite block for use in taking 
bites at the same appointment as the impres- 
sions. Kemdent Plastic Aluminium Tray 
Outfits having the blanks both plain and 
perforated were also shown. 

These, with numerous other items, such as 
gutta-percha in sticks and root canal points; 
prophylaxis pastes; cements; Zonalin, the 
hard-setting zinc-oxide-—Eugenol mixture; 
Gypsogum, the impression material; Kemcal 
model material, and Wax Doff, a wax elimina- 
tor, made a very interesting and extensive 
display. 

Automatic Telephone and Electric Co. Ltd. 

In a busy practice it is sometimes useful to 
be able to communicate direct with the 
secretary and members of the laboratory staff. 
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Tie Automatic Telephone Co. have produced 
a neat intercom named the “Soundmaster”’. 
In this telephone system there is no speak/ 
listen key, speech being free and natural 
between the parties at’ the same time. The 
system works from A.C. mains and is attrac- 
tively made in walnut or mahogany. Desk 


type telephones, wall type telephones, and 
loudspeakers are also available for internal 
telephone systems. 


Baker Platinum Ltd. 


A most surprising new instrument exhibited 
was the new Aristaloy Conveyor, shaped like a 
standard plastic filling instrument and possess- 
ing an affinity for mercury, which picks up 
amalgam with the same facility that one can 
handle cement with a standard instrument. 
The dentist has four directions of approach to 
the cavity, which makes it more convenient to 
use than the usual carrier, and since there are 
no moving parts cleaning and sterilizing are 
very simple. 

Also on the stand was the company’s new 


furnace, which has been designed primarily for 


the heat treatment of dental golds, but which 
will also pre-heat for casting inlay, crown, and 
bridge rings. Certainly a well-constructed and 
efficient piece of apparatus. 


=, | 
Associated Dental Pr oducts Ltd. 


The Associated Dental 


F. & H. Baxter Ltd., Bradford 


Specializing in the construction of flasks, the 
firm of F. & H. Baxter can supply flasks of any 
design to meet the individual requirements of 
any case. At their stand they had on show a 
great number and variety of flasks, including 
hinge type, four-part type, and the improved 


Products Ltd. stand. 


Kellodent flasks. Also the range of Qualident 
dental prosthetic equipment, the all-steel 
flask press, and the spring compressor. Interest 
was also roused in the Airedale thumbscrew 
clamp, gunmetal wedge clamp, ball-bearing 
and pin type articulators, and other items 
shown. 


British Dental Golds Ltd. 


For rehardening of gold, this company has 
produced a tempering bath, which consists of 
a tripod with a device for holding a thermo- 
meter suspended with its bulb dipped into a 
nickel crucible containing special salts. This 
method of tempering is the simplest and most 
accurate known, and this device will help in 
ensuring that the gold casting in its final finish 
will be satisfactory. A full range of casting 
gold for dental work as well as solders is 
produced. In addition to their golds, diamond 
instruments under the name “Dendia” are 
manufactured by this firm. 
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British Dental Nurses and Assistants 
| Society, Leyland, Lancs 
Once again the profession had the pleasure 
of meeting Miss M. Jean Smith, the very active 
General Secretary of the Society, and some 


visiting practitioner and as a stand-by in th > 
surgery. It is packed in a handy-sized ca: » 
with carrying handle, and includes pedal-tyy > 
foot-control, folding stand, motor, long flexib'» 
arm, handpiece, and two drawers for bur,, 


The City Engineering Co. (Boreham Wood) Ltd. stand. 


of her colleagues. A vast number of people 
visited the stand either to obtain information 
regarding the Society in general, the examina- 
tion syllabus, or matters relating to the train- 
ing, etc., of chairside assistants. 


City Dental Depot Ltd., Cardiff 
The City Dental Depot produce the well- 


known range of Pembroke specialities: lathe 
brushes, dental. plaster, alloy for easy con- 
touring, mov’ ‘wash tablets, and two-flask 
clamps; also Pembrocain anesthetic. They 
were also exhibiting Tritex and Perfex model- 
ling wax, Redicut glass paper, and a wide 
range of other products. Their representatives 
cover South Wales, the Midlands, and the 
West of England. 


City Engineering Co. Ltd., Boreham Wood 
All types of Citenco laboratory and surgery 


motors with various forms of mountings were 
shown, including a wall-bracket model, a 
mobile surgery model, a portable model, and 
a new model having a cord arm with ball-type 
engine. The portable model is well worthy of 
special mention, as it is an ideal “job” for the 
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The motor is of the 
Universal type, 200-250 v., alternating or 
direct current. 


reamers, stones, etc. 


Percy J. Clark & Co. Ltd. 


The Swiss-manufactured surgery and labora- 
tory range of Neos accessories were shown. 
Those of particular interest were :— 

A new mixing bowl for plaster fabricated 
out of one of the plastics to which plaster does 
not stick and a mixing spatula designed for 
use with it. 

Two new spiral saws, designed for use on 
plaster and plastics. 


J. Seward Cottrell & Co. Ltd. 


Messrs. Cottrell presented a wide range of 
new equipment and accessories, from cabinets 
to plastic skeletons, many of them small 
ingenious aids to the surgery and the labora- 
tory. 

Of major interest was the new combined 
cabinet and unit. This consists of a small 
unit head fitted into a compartment within 
the main cabinet, which slides out into posi- 
tion. When not in use it is hidden behind 
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doors in the cabinet. The unit head comprises 
two spray bottles, warm air syringe, and mouth 
Jamp and cautery. It is well made, neat, and 
compact, and particularly useful for the small 


with many compartments for various tools and 
instruments. A small compact dust extractor 
consisting of a fan and bag which fits on to a 
polishing lathe is a useful piece of apparatus 


The J. Seward Cottrell and Co. Ltd. stand. 


surgery. Even in the large modern surgery it 
may be the answer to the problem which 
always confronts the man who prefers to sit 
down to work, for the whole cabinet and unit 
may easily be moved to within reach of the 
right hand, and eliminates the necessity of 
stretching over the patient. A saddle-seat 
operating stool is now produced, and a new 
Allen lamp adaptable for fixation to a unit, 
wall bracket, or a mobile stand. Another new 
cabinet has handleless drawers, the drawers 
being opened by the release of a catch when 
pushed. A useful splash board made of clear 
plastic may be fitted on to the spittoon by 
three suction disks to protect the unit and 
surrounds from the patient while washing 
out. 

Among the equipment for the laboratory was 
a neat tool rack—a rotating circular holder 


for the laboratory. A light that clips on the 
side of the polishing trough is also produced by 
this company. 


Davis, Schottlander & Davis Ltd. 


The technique of Croform Cobalt Chromium 
alloy for partial dentures was shown at this 
stand. This type of alloy has many advan- 
tages when used for cast skeleton dentures. 
Apart from the fact that they are cheaper 
than gold, the finished product is very light 
in weight. As the material is also stronger, the 
denture may be designed to cover a smaller 
area. 

The casting and finishing is not so simple 
as gold, but these alloys undoubtedly serve a 
very great purpose in dentistry. Together 
with the casting alloy are numerous accessories. 
*“*Croform” duplicating material is a medium 
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for reproducing master models with dimen- 
sional accuracy. 

Preformed wax patterns for use when 
waxing up skeleton dentures and bands for 
ordinary dentures are labour-saving devices 
which are easy to use. 

The “‘Syntac” bar and loop retention 
technique is a new idea for the construction of 
‘“‘preformed” dentures. The denture is built 


DAVIS, 


additive for Dentafil named by the make: 
“Trepal Ester’. It is claimed that “Trep: 
Ester” gives adhesion during polymerizatior . 
faster setting, and increased hardness. Speci- 
mens exhibited bore out these claims in n» 
uncertain fashion. Dental Fillings also demon- 
strated“ Simplon’’, a self-curing acrylic dentur: 
base, and this material, too, attracted muci 
attention. 


The Davis, Schottlander and Davis Ltd. stand. 


up by sliding ready-made metal parts into 
each other, after they have been bent to the 
desired contour. No soldering or welding is 
necessary, while the acrylic part for the teeth 
is retained on metal plates attached to the 
fittings. A neat and useful electric vibrator 
was also shown among the many other items 


produced by this company. 


Dental Fillings Ltd. 


Dental Fillings Ltd., who devote the major 
part of their energies to the specialist manu- 
facture of Dental Cements, exhibited an 
extensive range of their products. 

The stand was designed not only to accom- 
modate their many products but also to show 
to advantage a series of interesting models 
illustrating at a glance preparation and 
techniques. Large tooth models were accom- 
panied by life-size replicas so that finished 
results could easily be evaluated. 

As was to be expected, the acrylic resins 
were very much to the fore and much interest 
was evinced by visitors to the stand in a new 
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The Dental Manufacturing Co. Ltd. 


The main item of interest, apart from their 
usual surgery equipment which covers all 
aspects of dentistry, was the new Tungsten- 
Carbide bur. These burs are made from tung- 
sten-carbide instead of steel and are of excep- 
tional efficiency and durability. They should 
really be compared to a diamond instrument 
rather than to a normal steel bur. It is a new 
type of bur made on engineering principles 
and its value cannot be assessed by comparing 
it with the normal everyday bur in use. A 
film on the use of tungsten-carbide in dentistry 
was shown, which vividly discloses the 
properties of this cutting instrument. It has 
many advantages in that it will cut enamel 
with ease with no loss whatsoever of its cutting 
edge. 

As the instrument does not loose its 
cutting edge it is able to cut many more 
cavities than the usual bur. A high speed is 
necessary for maximum efficiency, the same as 
for diamond instruments. As these burs are 
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of long duration a small selection is all that is 
required. 

The company has also produced an electric- 
hydraulic dental chair. Until this type of chair 


75 


has been used by the operator it is not possible 
to appreciate its great advantages. Once used 
_ itis doubtful if anyone would want to go back 
_ to the ordinary foot pump. A new type of 
_ clamp for the head-rest is another improve- 
| ment put out by this company. 


Dentema Co. Ltd. 
The full range of Siemens Electro-Dental 
Apparatus was shown, including the new 


** Artifex’”’ Model Unit. 


Two views of The Dental Manufacturing Co.’s stand. 


The Adam Schneider Anesthetic Chair.— 
This is a normal type of dental chair but 
embodying refinements which enable it to be 
brought into a completely horizontal position 
and also allow the head of the patient to be 
brought lower than the rest of the body. 
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““Cordless”’ Electric MHot-air Syringe.—A 
development which provoked considerable 
interest. The syringe at first glance resembles 
the old type of bulb syringe seated horizontally 


upon a conically shaped metal stand. When 
hot air is required the syringe is pressed down 
on the stand for four seconds, then removed 
and used as an ordinary bulb syringe, giving 
a supply of hot air for about six minutes. The 


The “ Kingston Empress” Mobile Clinic. 


temperature of the air passing through the 
syringe is governed by the length of time 
during which the syringe is pressed down on 
the stand. 
Hawley & Yates (Dental Depot) Ltd., 
Birmingham 

Outstanding among the displays at the 
exhibition, the full range of True Natural 
Reproduction teeth, which are manufactured 
by Oral Plastics Ltd., and of which Hawley & 
Yates Ltd. are the sole distributors, attracted 
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a great deal of attention. The improve:. 
manufacturing technique used in the produc- 
tion of these well-known acrylic teeth give: 
them a fine finish and results in their bein-: 


The “ Kingston Empress” Mobile Dental Clinic (Hill Bros. Ltd.) Interior views. 


consistently hard and dense. Other items 
shown at this stand included the Handy flask, 
the Handy grinder, and the Handy dental 


cabinets. 


Hill Bros. (Hull) Ltd. 


The Kingston range of mobile dental clinics 
have proved most popular, both at home and 
abroad for use in rural areas. 

The new “Kingston Empress” Mobile 
Dental Clinic was exhibited and was of modern 
design and individual construction, comprising 
surgery and waiting- or rest-room, completely 
wired for mains and battery operation. The 
interior fittings include wardrobe, surgery 
cabinet, overhead store locker, typist’s desk 
and stool, Calor gas convector heater, special 
canopy over sterilizer stand, electric extractor 
fan counter-sunk in the roof, roof light, three- 
foot tubular fluorescent light, and a Calor gas 
water heater. The installation of an electric 
water-supply system to the surgery cabinet 
wash bowl, gives an instant water flow of 
either hot or cold, the taps operating on the 
simple press-button method. This electric 
water system also provides the water supply 
for the unit spittoon and sprays, including 
saliva ejector. 

Any equipment is adaptable to the “ King- 
ston Empress” Mobile Dental Clinic and can 
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be varied to meet any special requirements 
of the purchaser. At the Exhibition, the 
‘‘iimpress”’ Clinic was fitted with the follow- 
ing Dental Surgery equipment: Junior 
dental unit; Horstman spot light; Dental 
operating chair with child’s seat; Waste 
receiver; Calor gas sterilizer; McKesson Sim- 
plor anesthetic apparatus. 

The interior cabinet work was in polished 
light oak finish, but it is understood that 
polished mahogany or walnut is available. 
The waiting-room was finished with covered 
Dunlopillo seating and had fitted  store- 
cupboards and hinged table. 

The Mobile Dental Clinic aroused a great 
deal of interest, being inspected by most 
visitors to the Exhibition. 


Ilford Ltd.—Radiographic Department 


A feature of this stand was a dark-room set- 
up, showing the best system of lighting and 
location of tanks. The useful holders for holding 
films in the mouth for intra-oral and bite-wing 
radiographs were of interest to all. 

It is useful to know that the Ilford radio- 
graphic department run a course on dental 
radiology designed to meet the special require- 
ments of dental nurses and assistants. The 
course, which lasts for two days, is held at their 
headquarters in Tavistock House North, 
London, W.C.1. Application should be made 
to the Ilford company direct. 


Imperial Chemical Industries Ltd., 
Plastics Division, Welwyn Garden City 


An intriguing feature of this stand was the 
testing machine constantly at work to demon- 
strate the resistance to abrasion of nylon 
monofilament used in toothbrushes. Brushes 
were subjected to continuous action over 
natural teeth for varying periods, of six, 
twelve, twenty-four, and forty-eight hours, 
for comparison, and the remarkable hard- 
wearing qualities of the substance were 


adequately demonstrated. The development 


of acrylic resins in the manufacture of dental 
prostheses was also stressed at the I.C.I. 
stand, and attention was drawn to Cetavlon 
and Trilene as essential adjuncts to up-to-date 
dental surgery. 


The International Tooth Co. Ltd. 


The complete range of this company’s 
products were on show, including displays of 
New Vitype and Aurora Vitype_ teeth, 
Monarch Amalgam Carriers and dental foot 
engine—this last a reminder of “‘power cuts 
to be”. Amongst other Monarch products was 
the Lathe Arm Attachment, now fitted with 
improved bearings of the silent-running type. 


Johnson, Matthey & Co. Ltd. 


A new platinum-wound furnace built for the 
processing of porcelain jacket crowns was the 
main item of interest here, and in fact even 
the company themselves were surprised at the 
interest, enthusiasm, and orders that it pro- 
voked—a sign, surely, that the days of the 
easily fabricated and equally easy wearing 
acrylic crown are apparently numbered. This 
furnace will reach a temperature of 1350° C. 
and has a thermostatic control panel accurate 
to +- 10° C. 

Another item of interest to all was a new 
““white gold” of the palladium series called 
Palaural which is approved by the Ministry 
of Health for N.H.S. work. A number of 
intricate castings made with this material 
were exhibited, the fit in all cases being 
excellent and the clasps showing a surprising 
degree of flexibility. 

Also at this stand, a photograph of which 
appears on the following page, was the com- 
pany’s usual range of other alloys and gold 
solders. 


Richard Lord & Co. Ltd., Blackburn 


Together with the wide selection of special 
flasks, dental presses, and electric and gas 
thermolizers, particular attention at the stand 
of Richard Lord & Co. was focused on the 
renowned Thermolite and Supearl teeth. 
Great interest was also aroused by the display 
of the new P.M. plastic teeth which incorporate 
the magnetic aid to denture retention. A full 
range of all the Company’s products was 
shown. 

Also at the stand were shown Rotadent 
burs, Lord’s suctions, and Lord’s denture 
cleaner, among many accessories. 
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The Midland Dental Manufacturing Co. Ltd., 
Birmingham 

As on some few other stands, the Murray 
operating stool was on show here, and a good 
number of those visiting the exhibition took 
advantage of the opportunity to try it out. 
Undoubtedly it is better than anything yet 
produced, giving the dentist a wide range of 


The “Universal” Bunsen.—This is fully 


described on page 95. 


** Silverline”? Flask.—This is made in two 


grades, standard and de luxe; both are amaz. 
ingly light to handle and Mortimer told us tha‘ 


the material it is made from has a strength) 
weight ratio nearly four times that of the usuai 
gun-metal. 


The Johnson, Matthey and Co. Ltd. stand. 


movement around the back and one side of 
the chair and in all positions enabling him to 
be very close to the patient or farther away 
as desired. Fixing is done by a large plate 
under the chair and a rail is incorporated on 
which the operator’s right foot rests, the left 
foot going on to a small platform moving with 
the stool and accommodating the engine foot- 
control switch. 


Mortimer Dental Presses 


Mortimer Dental Presses displayed an at- 
tractive range of dental laboratory equipment. 

Apart from their well-known compresses, 
flasks, and articulators we were especially 
interested in several new lines, including :— 
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Spring Platform.—This is designed to fit in a 
press so that after normal closing of the flask 
further compression is obtained, thus obviat- 
ing the chances of closed bites, etc. 

Most Mortimer products, of course, are for 
the workroom, but we were interested to see 
their oil “sterilizer-lubricator’” for dental 
handpieces. This is a very simple piece of 
equipment which has the advantage of fitting 
inside all ordinary water sterilizers. For those 
who favour oil sterilization, or wish to reduce 


their handpiece repair bill by easy regular 


lubrication, this device certainly seems an 
inexpensive and common-sense solution. Al- 
together a well-produced and most interest- 
ing display from a small firm which is rapidly 
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gaining a reputation for good design and really 
well-finished engineering products, and one 
which it would appear does seriously interest 
itself in “‘what the practitioner and his staff 
really want and how they want it”’. 


Newton Victor Ltd. 
Newton Victor Ltd. exhibited its “* NVX-5” 


dental X-ray equipment, under which name 
many practitioners will, of course, recognize— 


in this, its wholly British-built form—the 
world-famous ““CDX” unit. Two models were 
shown, the stationary floor unit designed for 
permanent installation adjacent to the dental 
chair, and the mobile unit which can easily and 
quickly be moved about the surgery, or even 
from room to room if required. Apart from the 
alternative forms of mounting—and a special 
feature here is that one can very easily be 
converted to the other—both units are 
identical and are available in all standard 
dental equipment colour-finishes. High radio- 
graphic power, precise yet simple control 
facilities, and a wide range of “‘finger-tip”’ 
movements and adjustments are characteristic 
of these shockproof (oil-immersed) X-ray 
equipments. The company also exhibited a 


selection of its various accessories and supply- 
items for dental radiography, amongst which, 
of particular interest, was a fully adjustable 
head-rest made for clamping on the back of 
an ordinary chair, thus converting it into a 


The Newton Victor Ltd. stand. 


first-class Dental Radiography chair. 


Philips Electrical Ltd. 
The well-known Practix and Oralix X-ray 


machines were demonstrated. A new portable 


version of the Oralix, the smallest X-ray 
apparatus in the world, provoked considerable 
interest. This version is held in the hand and 
has the timer mounted on the short handle 
(the trunnion). It is packed into a small case 
which contains also a long flexible earth lead 
which can be connected toe a water pipe or 
other suitable earth and multiple adaptors 
covering all the standard types of electric 
sockets. The total weight when packed is 
only 38 lb. and the apparatus can be used 


on any a.c. voltage from 80 to 260. 


Platarg Instruments Ltd. 


A small combined cabinet and unit for use 
in a small surgery or a branch surgery is 
manufactured by this company. The whole is 
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on castors for easy movement, and has a 
dental engine fitted with a top speed of 6000 
r.p.m. for diamond instrument or tungsten- 
carbide burs. 

A selection of their handpieces was shown, 
together with a heavy duty handpiece for the 
laboratory. This latter has an interchangeable 
head so that industrial drills may be used as 
well as the normal dental burs. 


suncery L. PORRO LTD, 


C. J. Plucknett & Co. Ltd. 


The agents for the Richter Company of 
Hanover present a wide range of dental hand- 
pieces of every type. The universal handpiece 
which may be changed from a straight hand- 
piece through any angle to a right-angled 
handpiece is a neat piece of engineering. A 
new right-angled malletor was noted which 
can be used for amalgam or gold foil. It is in 
the form of a handpiece, but the blow delivered 
does not seem to be variable. A small device 
which fits on to the handpiece may be used as 
a parallelometer for cutting the groves in a 
three-quarter crown preparation. The Richter 
laboratory bench engine is a small sturdy 
machine with the high speed of 2000-8000 
r.p.m. Another universal laboratory lathe 
is also produced by this company. 


L. Porro Ltd. 


In addition to their normal stock, the new 
““Odus” acrylic crown forms were on view. 
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These crown forms for use with self-polymeriz. 
ing acrylic are to be dealt with in a speciai 
short article in a future number of the journal. 
The Odus company also produce a specia 
polishing material for use with amalgam anc 
gold. 

A new set of Exner pattern elevators ar: 
now manufactured and are marketed by Porro. 
They are also the agents for the Busch company 
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The L. Porro Ltd. stand. 
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of Germany, who are producing “‘ Widia” burs 
made of tungsten-carbide. 

Considerable interest was also aroused at 
the stand of L. Porro Ltd. in the exhibit for 
the first time since the war of the Ritter range 
of equipment. Among the items for the labora- 
tory was noted the Ritter lathe, which is the 
standard four-speed model and includes all the 
points of advantage expected in this series of 
products. 


Portland Plastics Ltd. 


A new low-temperature curing acrylic is 
presented by Portland Plastics. This denture 
acrylic, known as Co-Pol 37° C. (“C 37”), is 
cured at a temperature of 37° C. for a period 
of four hours. It is mixed, packed, and used 
exactly like any other acrylic, except for the 
time and temperature. The flask may be 
placed in a tank at 37° C. without preliminary 
build-up of heat. No harm results if the cure 
continues for some hours or even overnight, 
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providing the temperature is maintained at 
7° C. Acrylic cured at this low temperature 
prevents distortion due to strains set up at 
higher temperatures caused by the contraction 
and expansion of both acrylic and investing 
materials. It is most noticeable when a metal 
strengthener is incorporated in the denture. 
Autocryl, a self-polymerizing acrylic, may be 
used for relining, repairs and alterations to 
dentures and orthodontic appliances, and 
also for direct fillings and jacket and post 
crowns. 


The Premier Cabinet Co., 
Sedbergh 


This company showed a _ comprehensive 
range of the well-known “Martin” series of 
Dental Cabinets, including some mounted on 
castors, having handles on the sides, and 
being eminently suitable for small surgeries 
and the operator who “‘sits”’. 


Norman Rayne Ltd. 


The Rayway Mechanical Amalgamator was 
shown, which produces a perfect amalgam in 
30 seconds. It is a well-produced article, 
having a timing switch incorporated. The 
alloy and mercury are put into a small plastic 
capsule which clips into the machine. 

The cord-driven motor for the laboratory, 
fully described in the May number of the 
DENTAL PRACTITIONER (Vol. I, p. 295) was 
exhibited, and also the new “ Unident” Unit 
which comprises the three essential surgery 
items of engine, spittoon, and bracket table on 
one pedestal, as well as the other well-known 
Rayway specialities. 


B. Rosen (Dental Depot) Ltd., 


Newcastle-on-Tyne 


Besides all the normal accessories used in 
both surgery and laboratory, the ‘“‘ Dyce” 
deep-focus colour camera was on show, the 
“Oxford”? compress, the “‘ Rotek”’ adjustable 
spring clamp, an amalgamator, and a 


compactor. 

The “* Dyce” Deep Focus Camera is mounted 
on a large mobile stand on the base of which 
is housed the electrical apparatus producing 
the electronic flash. It has been designed for 


use where it is impossible to obtain good 
lighting conditions by ordinary methods. It 
has a 500-joule light source and can be 
focused from 3 in. up to infinity. A 35-mm. 
roll film in standard cassettes is used. The 
lens is f. 3-5 and the camera is of the reflex 
type, having an extra mirror to allow viewing 
from behind. Winding is automatic and all 
controls are of the interlock variety. 

The “Oxford” Compress.—This consists of 
two flasks, a press, a parting ring, and a hand- 
pressure ring. The flasks are circular and are 
keyed to prevent the case slewing round in the 
flask. The parting ring apd hand-pressure ring 
are used to simplify opening of the flasks. The 
press has a pressure plate base and can be used 
both as a bench press and as a spring clamp 
for processing. It is so made that it will also 
deflask the finished job. 

The ‘“ Rotek” Adjustable Spring Clamp 
takes any size of flask and will hold either one, 
two, or three flasks. It is fitted in the box with 
a pressure plate. 

The Amalgamator—A small instrument 
which fits on to the normal slip joint of a 
dental engine. The alloy and mercury are put 
in a small capsule which clips into the instru- 
ment. This is held in the hand, and the engine 
is switched on. There is no timing device 
and therefore this must be checked by the 
operator. 

The Compactor.—An old friend back again. 
Made in the U.S.A. and brought into this 
country via Switzerland, it fits on to the slip 
joint of the dental engine and has a complete 
set of interchangeable chisel points, etc. 


J. M. Rosen’s Dental Depot 


The main items of interest were the now 
well-known range of Nesor centrifugal casting 
machines, and a new diatherm furnace in- 
vented, built, and demonstrated by Mr. D. M. 
Beauchamp, a member of the Dental Labora- 
tories Section of S.I.M.A. This is a vertical 
furnace which can take the full-size casting- 
ring and bring it to a heat sufficient for both 
gold and chrome-cobalt castings. It is well 
designed and built, and no doubt will soon be 
found in numerous laboratories both at home 
and abroad. Congratulations, Mr. Beauchamp! 
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James Rouse Ltd. 


A comprehensive display of the Servu range 
of surgery and laboratory equipment was 
exhibited, and of particular interest were the 
following 

The Rollofix Cotton-roll Container: This is 
very well produced in good quality glass, has 
three separate containers so that different- 
sized rolls can be segregated, and each com- 
partment has a sliding glass lid rendering the 
container dust proof and giving easy accessi- 
bility to the contents. 

The “‘Servu” Special Napkin Dish: This is 
made from a special glass which can be im- 
mersed in boiling water for sterlizing purposes. 

Karr Soft: This is introduced into the 
normal investment plaster and causes the 
latter to become quite soft after polymeriza- 
tion of the acrylic, thus greatly facilitating the 
ultimate deflasking of the denture. 

Radex Burs: These are made in Switzerland, 
are of very fine steel, and the manufacturers 
claim that owing to a special hardening process 
the cutting edge retains its sharpness far 
longer than a normal steel bur. 

A further interesting point is that nine 
Servu instruments comprising mouth gags, 
forceps, tweezers, matrix retainer, and Brunton 
mouth props, were selected for display at the 
recent Festival of Britain Exhibition. 


Stafford-Miller Ltd., Mill Green, Hatfield 


Amm-i-dent, manufactured by Stafford- 
Miller in this country, is the original “‘ammoni- 
ated”’ dentifrice. Its urea—dibasic-ammonium- 
phosphate formula has been shown by long 
experimental tests in America, and now in this 
country, to reduce the incidence of dental 
caries by 40 per cent. Since Kessel’s original 
work on the control of dental caries through 
the reduction of the lacto-bacillus in the 
mouth by this method, great interest has been 
expressed by the profession in the use of this 
combination. There is an increasing amount 
of proof that this material is a considerable aid 
in the prevention and control of dental decay. 
It is produced in both the powder and paste 
forms. 

Corega, their other product, is well known 
as a denture fixative. There are many denture 


$2 


cases where a fixative is a useful adjunct, b t 
it is also very useful to use on the waxed-i p 
model during the try-in stage of the dentur: s, 
It saves a lot of explaining to the difficu't 
patient who complains that the dentures ae 
loose when they are only being tried in. Bi-e 
recording is simplified as well if a fixative is 
used first. 


Surgical Equipment Supplies Ltd. 


The two most interesting exhibits here were 
the Molten Metal Sterilizer and the Sescolet 
Oil Sterilizer for handpieces. 

The Molten Metal Sterilizer has thermo- 
static control and is used for the sterilization 
of root canal and other fine steel instruments, 
this being accomplished in a matter of ten 
seconds and having no effect upon the temper 
of the steel. 

The Sescolet Oil Sterilizer is a neat piece of 
equipment designed specifically for hand- 
pieces, but which can also be used for water 
sterilizing if required, either separately or 
simultaneously with the oil-sterilizing process. 


Sussex Dental Supply Co. Ltd., 
Brighton 

In addition to their usual commodities 
the Sussex Dental Supply Co. Ltd. had a 
casting machine on view and an electrically 
heated wax bite block trimmer. It is claimed 
that the “Sudesco” casting machine, which 
relies on steam pressure, is an improvement on 
other makes, in that the casting ring is located 
in an asbestos lined cup which tends to prevent 
loss of heat from the ring. Pressure is applied 
in the usual way by damp asbestos and the lid 
is self-centring. 

The bite block trimmer consists of a sloping 
plate, heated electrically, against which the 
block is held. In this way bites may be reduced 
and trimmed to the desired occlusal plane. 
The upper portion of the plate is corrugated, 
which allows the surface of the block to be 
ridged for location purposes. 


Watson & Sons (Electro-Medical) Ltd. 


Four examples of the “‘ Kingsway” Dental 
X-ray Outfit, each finished in a different colour, 
were shown on this stand. 
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The principal claims made for the “ Kings- 
way” X-ray Outfit are its simplicity of 
operation, coupled with reliability. A consis- 
tently high standard of radiographic results 
can be secured in both: intra-oral and extra- 
oral work, and the only variable factor is the 


exhibits included the noted Primo plaster and 
Moriarty’s separating fluid. Another source of 
constant interest was the Murray operating 
stool, which is proving of such value to the 
increasing number of dentists who now sit at 
their work. 


He KINGSWAY: 
Den lal X- Cutfil 


The Watson 
time of the exposure. The oil-immersed 
shock-proof tube-head will give a lifetime of 
service without renewals or replacements. 

Photographs on the stand showed views of 
the factory at Wembley where the “ Kings- 
way” Outfit is manufactured in large series to 
fulfil orders from practitioners throughout the 
world. 


The Western Dental Manufacturing Co. Ltd., 
Bristol 


At their stand, which aroused considerable 
interest among the constant flow of visitors 
to the exhibition, the Western Dental 
Manufacturing Co. showed a complete range 
of equipment and accessories to meet the 
needs of every branch of the profession. They 
are the sole proprietors of the well-known 
Sotol mouth wash tablets and Wesdenco 
solvelle tablets; and among the many 


requisites of surgery and laboratory their 


The S. S. White Co. of G. B. Ltd. 


A wide range of equipment was presented by 
this company with its American background. 
General interest was maintained in their 
American “‘ Master” units and cabinets. 

Of particular interest was the local anzs- 
thetic Monocaine, now made in this country 


by this firm. Monocaine is a local anesthetic 


widely used in America, and has been tried and 
proved over a long period of years. The newest 
formule “2ME” is a very efficient local 
anesthetic with a low adrenaline content. Its 
depth, duration, and freedom from untoward 
symptoms is comparable to any other local 
anesthetic now on the market. It is packed in 
special vacuumatic tins, which ensures a long 
shelf life. 

Virilium, a new chrome-cobalt-molybdenum 
alloy, is produced by this company. This metal 
for partial denture construction appears to 
require a simpler technique for casting and 
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finishing than formerly. It has one advantage 
in that it lacks brittleness and because of its 
resilience, clasps, etc., may be easily adjusted 


including the Wilson anatomical articulator 
and the Wilson flask clamp; and the Kings- 
wood Manufacturing Co Ltd., who had on 


The S. S. White Co. 


by bending the material. It is a material that 
has many favourable qualities. 


F. H. Wright Dental Manufacturing Co. Lid., 
Dundee 

A plaster model trimmer with the trade 
name of “ Eezicut”’ produced by this company 
shows how models may be trimmed with ease 
and efficiency, particularly orthodontic models. 
It is an improved model with an adjustable 
platform using a coarse grit wheel which will 
not buckle or glaze. They also produce white 
coats, and white cover jackets with lettering of 
chemical formule on them for large gas 


cylinders. 


Other stands at the exhibition were those: 


of W. R. Black & Son, of Birmingham, show- 
ing a number of dental local anesthetics; 
British Dental Plastics Ltd., of Whitley Bay, 
with the full range of Restal acrylic resin teeth; 
A. E. Chanter, of Bradford, makers of the 
Chanter compressor, articulators, presses, and 
especially noted for the Chanter flasks; Henry 
Courtin & Son Ltd., presenting Durablend 
plastic anteriors, of the Myerson series of 
teeth, new sundries including Viking abrasives 
and Sodeco laboratory handpiece, and the range 
of Attenborough’s palinbars; the Glasgow 
Dental Depot, with a variety of accessories 
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of G. B. Ltd. stand. 


show the full range of Kingswood lathe 
brushes, and the various materials used in their 
manufacture. 

The McKesson Equipment Co. of Great 
Britain Ltd., exhibited their well - known 
McKesson anesthetic equipment and other 
requisites for the well-equipped surgery; the 
Reliance Teeth Manufacturing Co., of Hoy- 
lake, Cheshire, showed the full selection 
of Reliance teeth designed to meet every 
requirement; Tempest & Dibb Ltd., of 
Bradford, presented their special ball-bearing 
lathe head and a wide range of flasks, presses, 
and articulators; and Thomas & Co. of 
Gillingham, Kent, centred interest in the 
Ideal flask and compressor. This compressor 
holds two flasks, and by means of a spring 
ensures constant pressure. 


THE TWO FIFTY CLUB 


THE SrxtH ANNUAL DINNER OF THE Two 
Firty Cius will be held at The Victory 
Club, 73-79, Seymour Street, Marble Arch, 
W.2, on Saturday, Jan. 26, 1952, at 6.30 p.m. 
Lounge suits and miniatures. 

Tickets £1 ls. (excluding wines). Please 
apply early, with remittance, to avoid dis- 
appointment. Secretary: Major J. W. Cooper, 
726, Fulham Road, London, S.W.6. 


+ 
tin? 


th 
ol 
ac 


ir 
foll 
dust 
cher 
e 
cert; 
t 
shou 
W ell 
th 
ese 
scum 
te 
Can £ 
Spare’ 


November, 1951 


The 


DENTAL RADIOGRAPHY AND DARKROOM 
PROCEDURE 


COMMON FAULTS AND 


HOW TO AVOID THEM 


From Ilford Limited Department of Radiography and Medical Photography, 


Tavistock House North, 


5. THE NECESSITY OF PHOTOGRAPHIC 
CLEANLINESS IN THE DARKROOM 


Cleanliness in the darkroom is essential for 
the production of really good radiographs with- 
out the spots or stains which sometimes “un- 
accountably ” appear. By the observance of the 


Fig. 1.—Flow mark from a dirty processing clip. 


following suggestions for clean working, many 
causes of these phenomena will be eliminated. 

The darkroom itself should be kept free from 
dust, preferably by means of a damp duster, 
chemical splashes washed away, and if poss- 
ible a still atmosphere maintained. When 
solutions are made up even with great care 
certain particles of chemical dust are released 
in the air, and it is therefore an advantage if 
this mixing process can be carried out in 
another room. 

The tanks of developing and fixing solutions 
should have lids which serve as dust covers as 
well as light shields, and if the rinse between 
these two solutions is static it is important 
to remember to renew it frequently. Surface 
scum may occur on developer or fixer, and this 
can be removed by using blotting paper as a 


Tavistock Square, W.C.1. 


scoop. Filtering these solutions before filling 
the tanks helps to eliminate this tendency. 
Non-corrodible and non-absorbent materials 
should be the substance of the tanks, which 
need to be scoured periodically with a stiff 
brush and hot water to remove encrustations. 


Fig. 2.—Thumb mark due to mishandling. 


It is advisable to have separate mixing vessels 
and stirring rods for developer and fixer, which 
should be rinsed thoroughly after use. 

Film hangers, clips, and thermometer, or 
any accessories that are immersed, should be 
washed and dried after use. From time to time 
hangers and clips should be soaked in hot water 
for an hour, then put in a 2-5 per cent solution 
of potassium bichromate at 100° F. to which 
25 c.c. per litre of sulphuric acid is carefully 
added. This formula, together with vigorous 
scrubbing with a hard nail brush, will get rid 


of any chemicals adhering to the metal. 
Thorough washing in running water and drying 
is necessary before returning the articles to use. 


Fig. 1 demonstrates peculiarities resulting from 


flow marks due to hypo contamination of a 
dental clip and stresses the advantages of 
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complete confidence in the condition of the 
accessories. 

Care and cleanliness in handling the dry 
film is all-important. A splash of water or 
chemical on film or intensifying screens will 
cause damage. If this should occur with a 
screen, instant washing is called for, since any 
moisture tends to attract dirt and, even more 
disastrous, the film will adhere to the surface 
or, if developer, it will leave a stain and so 
impair the efficiency of the screen. Normal use 
of a screen-dusting brush will keep surfaces free 
of dust and abrasive particles. Periodic wash- 
ing of screens should be carried out by gently 
applying a damp, slightly soapy sponge or 
cotton-wool swab until all traces of dirt are 


removed, cleansing finally with a dam) 
clean swab and exposing to air for drying. 

Hands should be perfectly dry when touch- 
ing the film. Fig. 2 shows the unfortunate 
result of a thumb mark of lower density 
obliterating detail in the third molar region. 
When immersing film in developer avoid 
splashing, but lower into solution quickly and 
evenly; gently agitate when below the surface. 

Thus, with attention to routine maintenance 
of darkroom accessories and solutions, together 
with care and methodical treatment when 
processing, petty annoyances and more serious 
difficulties will not arise and darkroom practice 
will complement radiographic technique and 
produce films of satisfaction. 


NATIONAL HEALTH SERVICE NOTES 
PRACTITIONER'S FEES 


Under the National Health Service (General 
Medical and Pharmaceutical Servicés) Amend- 
ment No. 2 Regulations, 1951, which came into 
operation on Oct. 1, a general practitioner may 
accept a fee from a dentist for whose patient 
he is providing an anesthetic, and it further 
provides that he may accept a fee from the 
dental practitioner if he treats for dental 
hemorrhage a person for whom the dental 
practitioner is providing general dental services. 
This latter arrangement has been agreed also 
with the representatives of the dental profes- 
sion and a consequential amendment of the 
General Dental Services Regulations will be 
made to enable the dental practitioner to 
claim the appropriate fee from the Executive 
Council. 

CHROME COBALT ALLOYS 

The Minister of Health has approved the 
use of “Pretallium’’, a chrome nickel cobalt 
alloy, ‘‘Megallium”, a chrome cobalt molyb- 
denum alloy, and “ Virilium”, a chrome cobalt 
molybdenum alloy. 

The Scale of Fees at present contains no 
specific fee for denture bases of this material, 
and practitioners using it should therefore 
submit claims under Item 24 of the Scale of 


Fees. 
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THE BRITISH SOCIETY OF 
PERIODONTOLOGY 


PROGRAMME (1951-52) 


Friday, Oct. 19, 1951, 6.15 p.m., at the Institute of 
Dental Surgery, Eastman Dental Hospital, Gray’s Inn 
Road, W.C.1: Presidential Address by Mr. S. Cripps, 
B.A., L.D.S.; Display of Dental Education posters 
and charts. 


Monday, Dec. 10, 1951, 4.15 p.m., at Medical School, 
University College Hospital, University Street, W.C.1: 
* Periodontal Splints” by Dr. E. W. Fish, C.B.E., M.D., 


F.D.S. 


Saturday, Feb. 9, 1952, afternoon, at Sutherland Dental 
School, University of Durham, Newcastle-on-Tyne: 
“Classification of Periodontal Disease”’ by Mr. P. A. 
Trotter, B.D.S., H.D.D. 


Monday, March 3, 1952, 4.45 p.m., at Guy’s Dental 
Hospital, London, S.E.1: “Studies on the Epithelial 
Down-growth” by Professor Martin A. Rushton, M.A., 
M.D., F.D.S. 


Friday, April 4, 1952, at the Institute of Dental Surgery, 
Eastman Dental Hospital, Gray’s Inn Road, W.C.1: 
Clinical Meeting; Annual General Meeting; Annual 
Dinner. 


APPOINTMENT 


HENRY MAnpDIwALL, M.B., B.S., L.D.S., has 
been appointed Dental Consultant, North-West 
Metropolitan Regional Hospital Board, to 


the West Middlesex Hospital, Isleworth, 
Middlesex. 
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REPLACEMENT OF 112 IN A YOUTH 


By A. C. M. COXON, L.D.S. R.C.S.1., B.Ch., M.B., M.R.C.S., L.R.C.P. 


CASE REPORT 


On March 15, 1951, a public school boy aged 
17 had 1|12 removed by a hockey stick during 
the afternoon. Two teeth were removed en- 
tirely and the third tooth was pulled out 
there and then, and all three were placed 
behind the goal posts; the boy continued with 


Fig. 1.—Empty sockets of 1|12, 


his game of hockey. The school doctor got in 
touch with me and I suggested I should see 
the boy at once. I was glad to find the teeth 
intact. I examined the boy and collected his 
teeth. The chemical laboratory at the school 
made up some normal saline for me and I 
took away the teeth in the saline. 


Fig. 3.—About three months later, showing very 
little apical trouble. 


At my surgery the canals were opened 
through the palatal aspect, the pulps removed 
from the three teeth held in damp gauze 
soaked in saline. The apical foramen was 
enlarged with a small rose-head bur. The 


canals were cleaned carefully, and then 
syringed through to remove all debris and 
also carbolic acid that had been used to 
destroy any remaining pulp tissue. 


Fig. 2.—-Teeth replaced, showing root fillings and 

amalgam filling at apices. 

The canals were filled with a creosote and 
zinc oxide mixture on a rotary nerve canal 
filler until it appeared at the apex. The canals 
were filled with gutta-percha points, the end 


Fig. 4.—Splint removed. 


of each coming through the apices. A small 
inverted cone made a retentive cavity at each 
apex and a small amalgam filling was inserted 
into both the apices and the palatal aspects 
of the teeth. 
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All traces of root filling, etc., were washed 
off and the teeth left in the saline overnight. 

At 9 a.m. next day the empty sockets were 
X-rayed and then the teeth replaced. An injec- 
tion was necessary and the patient was most 
helpful all through. Zelex impressions were 
taken of the teeth in situ and also of the lower 
jaw. One tooth had to be replaced as it came 
out in the Zelex impression. As each tooth was 
replaced it was liberally smeared in a mess of 
crushed-up penicillin lozenge and sterile water. 
A stent splint was moulded on to keep the teeth 
there until a clear acrylic splint was available 
later in the day. This was cemented on, but 
no cement put over 1/12, I saw the boy next 
day and he had had no pain or tenderness. 

The three teeth in question appeared to be 
clear of the bite in their normal position. 


I consulted the patient, the matron, and < 
boy friend, and showed them the model as .- 
thought the teeth should be, and except for «. 
small alteration in 1) we all agreed on th 
final position. A white gold splint was mad: 
to this model and carried back as far as the 
mesial surface of 66 and was cemented, thi- 
time cementing all teeth in the splint. X-rays 
were taken again with the splint on. 

The patient was seen at intervals, during 
which time he had no pain or tenderness. 
After three months the splint began to get a 
little loose and I removed it. The teeth were 
firm, not tender to percussion and also not 
discoloured in any way. I understand that the 
boy has been eating apples with his upper 
incisors. I have, however, advised him to give 
up boxing for the present. 


AN UNUSUAL ACRYLIC FRACTURE 


By E. A. SCHOOLDEN 
Part-time Lecturer in Dental Technology, Newton Heath Technical College, Manchester 


An elderly female patient presented an all- 
acrylic upper denture for an emergency repair 
prior to leaving the district immediately. The 
fracture was rather unusual, involving 11 ; 
The left central was split longitudinally, the 
mesial third being still attached to 1! which 
was severed from the base at the ridge-lap. 


The patient, rather uncommonly, admitted 
to carelessness in using excessive stress in 
attempting to break a hard-baked coconut 
confection. 


Fig. 1.—Showing the labial and palatal aspects of the fracture and illustrating the method of mechanical 
retention used as an adjunct to chemical union. The undercut areas are shaded. 


There had been no lack of chemical union with 
the base material. The acrylic teeth were a 
well-known high quality, polychrome, com- 
mercial product, and some of the base material, 
also of first-class quality, was still adhering. 
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There was obviously no time available for 
routine preparation, flasking, packing, and 
curing. Purely as a temporary measure to see 
her over her journey, the following technique 
was adopted whilst the patient waited. 
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Using a number three inverted cone bur, 
undercut cavities were drilled in the fracture 
surfaces and two canals made through the 
body of the teeth, terminating at their cingula, 
as shown in the illustration (Fig. 1). 

The margins of the canals were countersunk 
and care was taken to preserve the thin jagged 
periphery of the fracture line. A thin mix of 
clear, cold-curing acrylic resin was prepared, 
with a touch of zinc oxide incorporated to 
reduce transparency slightly. 

When the mix had just become syrupy, a 
small amount was applied quickly to fill the 
retention holes and a very thin layer spread 


over the broken surfaces, which were then 
closely approximated. Finger-pressure only 
was applied for five minutes. The excess exu- 
date was allowed to remain for a further five 
minutes before it was considered sufficiently 
hard safely to remove and finish. 

After stoning and buffing, the repair was 
almost invisible, except for two small white 
spots on the lingual aspect of 1/1. The line of 
fracture running along |1 gave the appearance 
of a fine striation. 

Two months have now elapsed since this tem- 
porary repair was effected, the patient having 
written to say she considered it permanent. 


INSTITUTE OF BRITISH SURGICAL 
TECHNICIANS (INC.) 


A DentTAt Brains Trust will be held under 
the auspices of the Institute of British 
Surgical Technicians (Dental Section) at the 
Eastman Dental Clinic, Gray’s Inn Road, 
W.C.1, on Tuesday, Nov. 20, at 6.30 p.m. 
The Question Master will be Mr. C. B. 
Phillimore, F.1I.B.S.T., and the Team _ will 
comprise Mr. K. P. Liddelow, F.D.S., H.D.D., 
Mr. J. E. Seear, L.D.S. R.C.S., Mr. Walter 
J. Bell, and Mr. H. J. Potter, F.1.B.S.T. 

Questions will be welcomed and should be 
sent to the Assistant Secretary, 6, Holborn 
Viaduct, E.C.1. 

Admission tickets are obtainable on sending 
a stamped addressed envelope to the Institute 
at the above address, or through members. 


DENTAL BOARD 
OF THE UNITED KINGDOM 


AT the meeting held on Sept. 25, 1951, the 
constitution of the following committees for 
1951-2 was agreed: Business; Dental Health 
Education; Discipline; Educational Grants; 
Education and Research; and Finance. Chair- 
men were appointed. 

The Chairman (Dr. E. W. Fish) reported 
that the General Medical Council, at the meet- 
ing on May 29, 1951, had directed the erasure 
from the register of the name of Daisy Rachel 
Venediger; and the restoration of the names of 
Robert Stuart Smith and Frederick Wakeling. 


COURSES FOR DENTAL MECHANICS 
AT EASTMAN DENTAL HOSPITAL 


THE excessive number of applications to enrol 
for these courses is further evidence of the 
desire of dental technicians to advance their 
knowledge. As the membership of each course 
had to be limited, it is regretted that many 
applications had to be rejected. 

It may console those who were unfortunate 
on this occasion to know that their application 
to attend any further series of courses which 
may be held will be given first consideration. 


ILLUSTRATED HINT 
POST RETENTION 


There has been much discussion lately of 
the retention of the post in an acrylic post 
crown. It seems that after fixing, many of 
these have broken necessitating ex- 
traction of the post from the root 
or a lengthy system of impression, 
remaking and cementing of a new 
crown. 

Here is a way of improving the 
retentive, power of the post. 

A little gold solder is “* tinned” on 
to the top. flat surface of the post 
with the aid of borax. Next a small 
circle of gold-cased wire is fused on. 

The process is quite simple using an 
ordinary bunsen. If the result is too 
bulky the wire can be cut down 
with wire cutters. Claude Hill. 
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ABSTRACTS 
from Other Journals 


Diagnosis of Cancer of the Oral Mucosa 


Diagnosis of any malignant changes in the 
mouth is the prime responsibility of the dentist, 
as over 5 per cent of cancer deaths are from 
neoplasms of the oral cavity alone. Of those 
fatal cancers of the oral cavity 16 per cent are 
of the lip, 36 per cent of the tongue, 21 per 
cent of the oral mucosa, and 24 per cent of the 
mandible. The dentist, by education, training, 
custom, and interest, is qualified to diagnose 
cancer in the mouth. There are no scientific or 
social reasons why dental surgeons should 
refer patients with suspected oral cancer to 
their medical colleagues for diagnosis. Diag- 
nostic procedures can be summarized under 
the following headings: (a) Inspection; (b) 
Palpation; (c) History; (d) Biopsy. 

a. Inspection.—Good light, removal of 
debris, and power of observation will go a 
long way in making a thorough examination 
of the buccal mucosa, the tongue, the floor of 
the mouth, and the palate. 

b. Palpation.—Rubber gloves may be used 
for bimanual palpation. Masses, ulcerations, 
and surface changes should be felt to differen- 
tiate hard, soft, and fluctuant masses, for the 
differential diagnosis between abscess, cellu- 
litis, torus palatinus, neoplasms, and cysts. 
The neck should be thoroughly palpated from 
behind the patient for possible metastatic 
nodes. 

c. History.—Subjective symptoms such as 
pain, tenderness, anesthesia, paresthesia, 
hemorrhage, cough, nausea, dysphonia, dys- 
phagia, trismus, or change in salivation, and 
other relevant points such as duration, age, 
etc., will help to form a diagnosis. 

d. Biopsy.—No diagnosis of malignancy 
should be made without confirmatory micro- 
scopical study. The tissue must be carefully 
removed and placed in 10 per cent formalin 


several times its volume and sent to the 


pathologist giving the patient’s name, age, sex, 
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clinical history, and a description of lesio . 
together with the clinical diagnosis. 

The neoplasm of the buccal mucosa, usual! 
found opposite the third molar, can be a soi: 
white enlargement, a deep infiltrating ulce:- 
ated lesion, or a warty spreading surface 
growth with or without pain. These must be 
differentiated from leucoplakic hyperkera- 
tinization, lichen planus, cheek-chewing ulcers, 
the linea alba along the line opposite the 
occlusal plane, fibromas, papillomas, lipomas, 
mucous cysts, herpetic lesions, traumatic 
ulcers, and other benign conditions. 

Carcinomas of the tongue occur most com- 
monly on the lateral border, associated with 
poor oral hygiene and syphilis. Pain is often 
an early symptom in this organ. The following 
conditions should be differentiated from malig- 
nancy of the tongue: leucoplakia, hyperkera- 
tosis, migratory glossitis, traumatic ulcers, 
herpetic lesions, other infective ulcers, black 
hairy tongue, mucous patches, and gummata 
and other benign tumours. Once the carci- 
noma has metastasized to the regional lymph- 
nodes the chances of saving the patient’s life 
are drastically reduced. Carcinoma and 
salivary-gland tumours of the palate must be 
differentiated from the following: Torus 
palatinua, median cysts, nasopalatine duct 
cysts, traumatic ulcers, leucoplakia, denture 
hypertrophies, infected ulcers, gummata, 
dentigerous cysts, ameloblastomas, and other 
benign tumours and hypertrophies of the 
salivary glands. 

The floor of the mouth is easily overlooked 
in an oral examination. Any tumours develop- 
ing beneath the mucosa, with or without small 
ulceration, must be discreetly differentiated 
from the retention cysts of the salivary gland, 
traumatic and infected ulcers, leucoplakia, and 
other benign tumours. Every oral lesion must 
be diagnosed; if this is not done, cancer will 
be missed.—Robinson Hamilton, B. G. (1951), 
Oral Surg., oral Med., oral Path., 4, 985. 


*¢ Apothecaries would not give pills in 
sugar unless they were bitter.” —oLpD 
PROVERB. 
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COLOURED CHART No. 8. (FOR YOUR PATIENT’S INSTRUCTION) 
: RESULT OF EARLY EXTRACTION 


=, 


3 
& 


The upper diagram shows the lower permanent incisor and first upper and lower permanent 
molar teeth already erupted. The other permanent teeth are shown lying in the bone and they will 
rd take their normal place in due course. The lower diagram shows that as the second deciduous molar 
| was lost prematurely, the permanent lower second premolar, owing to the movement of teeth on 

either side, is misplaced. MORAL: Look after the deciduous teeth and thus retain good spacing 
for the permanent teeth to follow. Note: There are no deciduous teeth preceding the permanent 
molar teeth and the wisdom teeth have not yet been formed. 
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Editorial Committee: Mr. C. M. Bootu; Mr. H. J. Potter, F.I.B.S.T. 


EDITORIAL 


HE Dental Profession is experiencing a 
transitory period just now, for which a 
number of reasons have been advanced and 
there is no doubt that they are accumulative. 
Many “mushroom” laboratories, after 
attempting to attract more business by an 
uneconomical cut in their prices, have had to 
close down, but those laboratories functioning 
on a sound business basis and which have 
maintained a high standard in both materials 
and craftsmanship have continued—and we 
believe will continue—to be of considerable 
service. 

Are we approaching the age of Chrome 
Cobalt Alloy ? Manufacturers of these metals 
continue to attempt by means of advertising, 
to persuade the profession that their alloys 
are “just the job” for dentures. We are 
aware that some years of successful experi- 
ence with these castings are credited to a few 
countries outside our own, and that in this 
country a few hospitals and private individuals 
have produced test cases which so far appear 
to be satisfactory. Some of our members are 
numbered among this latter group. We feel 
sure they have experienced, or are experienc- 
ing “teething” troubles in this specialized 
work, and we know that by their skill and 
careful application they will overcome these 
difficulties. 

The cost of producing dentures of this type 
will become more stable when electrolytic 


finishing has been applied to the process of 
their fabrication, but meanwhile practitioners 
are expected to submit their estimates for 
dentures of this kind to the Dental Estimates 
Board on the appropriate form, under Item 24. 
We all await the results with considerable 
interest. 

Many of you will have attended the Dental 
Trades Exhibition and doubtless will have 
seen much to interest you, but for those who 
found the journey too difficult, or for other 
good reasons were unable to be present, it will 
be of interest to learn that during our Annual 
Conference in February we hope to stage an 
exhibition of all the things which we think 
would have ‘been their major interest, in the 
form of equipment and gadgets for the labora- 
tory—but more concerning this project in a 
future issue. 


THE CROFORM LICENCE 


Croform have conferred with the Committee 
of the D.L.S. of S.I.M.A., and after lengthy 
discussions, a form of Agreement has been 
evolved which is considered equitable to both 
sides. It has, however, been mutually agreed 
that if, after a reasonable period of time, some 
changes are thought desirable, Croform are 
prepared to confer with the Committee with a 
view to exploring in what manner any objec- 
tions can be overcome. 
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RATING RELIEF FOR DENTAL LABORATORIES 


By A. J. MURRAY, A.R.I.C.S., A.A.I., St. Leonards-on-Sea 


It may not be generally known to members 
that relief from rates is available to factories 
and workshops, and in certain cases a reduc- 
tion of up to 75 per cent may be obtained in 
the amount of rates actually paid. 

This is particularly important having regard 
to the provision of the Local Government Act, 
1948. This Act is already in force, but the main 
effect will not be felt by the general public 
until 1953, by which date all property will 
have been re-assessed for rating purposes. 
One of the principal changes in rating will be 
that in future the occupiers of all business 
premises will bear a far heavier burden of 
rates than hitherto, as compared with occupiers 
of residential properties. 

Rating relief is given to all “industrial” 
properties and in cases where the definition 
applies rates are assessed on only one-quarter 
of the net annual value of the premises." 

An example of the relief given may be shown 
as follows :— 


A laboratory is assessed at Net Annual 
Value or Rateable Value of £112. 
‘The rates are 15s. in the £. 
a. If the property is not derated 
the amount of rates actually paid 
will be £112 x I5s. = £84 
b. However, if application for 
relief from rates is made success- 
fully the amount actually paid will 
be £112 x } Xx lbs. = £21 


This shows a net annual saving of £63 


This derating will not be given by the rating 
authority unless application is made by the 
occupier of the premises in the first instance, 
but once the premises are entered in the 
Valuation List as “industrial” the derating 
will apply to subsequent revaluations. The 
appropriate form of application for derating 
is Form CV/R/25. 

In order to determine whether any particular 
premises are “industrial”, it is necessary to 
consider the legal definition of this word. 
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An industrial property includes prem:ses 
occupied as a factory or workshop. But it does 
not include any such premises if they are 
primarily occupied and used as a dwelling 
house, retail shop, wholesale business, or for 
any other purpose which is not that of a 
factory or workshop.) The term workshop’) 
is used in the generally accepted sense, but it 
is essentially a place in which manual labour is 
exercised by way of trade for the following 
purposes :— 

1. The making of any article or part of 
article. 

2. The altering, repairing, ornamenting, or 
finishing of any article. 

3. The adapting for sale of any article. 

Broadly the parts of a Dental Laboratory 
which would be included as “‘industrial”’ are 
those in which actual manufacturing or repair- 
ing processes are carried on. These will include 
the workshop, plaster room, processing room, 
packing and polishing rooms, as well as 
dispatch room, lavatories, and cloakrooms, 
and would also include a canteen provided 
solely for the use of employees. Parts of a 
laboratory which are not “industrial” will be 
administrative offices, showrooms, sale rooms, 
recreation rooms, etc. 

In many cases it may be that although the 
premises are primarily industrial, a smali por- 
tion, such as offices, is not industrial. In these 
circumstances the following rules will apply: 

1. Where the net annual value of the 
premises does not exceed £50 the whole is 
considered to be industrial. 

2. Where the net annual value of the non- 
industrial portion is less than 10 per cent of 
the net annual value of the industrial portion, 
then the whole premises are considered as 
industrial. 

3. Where this non-industrial portion exceeds 
10 per cent of the net annual value of the 
industrial portion, the balance over 10 per cent 
will not be derated. 

An example of a property for which a success- 
ful application was made for derating, is a 
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property occupied on the ground floor as a 
retail shop, on the first floor as a dental 
laboratory, and living accommodation on the 
upper floor. The property is occupied by 
three separate tenants and each floor is 
separately assessed. The assessment on the 
dental laboratory was agreed as wholly indust- 
rial without question by the rating authority. 

So far we have only dealt with the legal 
side, which will help an occupier to decide 
whether he can claim derating of his premises. 
Now let us consider some of the questions which 
may arise if application is made for derating. 

The majority of properties in England and 
Wales were last valued for rating purposes in 
1934 and thus were assessed at a figure which 
is much lower than current values. One of the 
risks involved in applying for derating is, that, 
although the application may be successful, 
the property will first be revalued at current 
prices and thus much of the benefit of the 
derating will be lost. However, as all property 
is to be revalued within the next two years, the 
benefits of low assessments, which many 
occupiers now enjoy, will soon be lost in any 
event. It has been found in practice that rating 
authorities do not necessarily revalue_ the 
property when application is made for de- 
rating, despite a low assessment. They appear 
content to wait until the general revaluation 
before increasing the assessment. 

Where a property is assessed as a single 
unit and is occupied by two or more tenants, 
the new Valuation Lists in 1953 will show 
separate assessments. The question of whether 
an application for derating of the present 
single unit will be successful, will depend upon 
the use as a workshop being the “primary” 
use of the premises. However, when each 
portion is separately assessed, there will be no 
difficulty in derating one assessment without 
affecting the remainder of the property. 

Certain difficulties may arise where a labora- 
tory is held on lease and the landlord pays the 
rates. In these circumstances the tenant may 
find difficulty in obtaining any direct benefit 
from the derating of his premises. In many 
cases it is provided in the lease that any 
increase in the rates shall be borne by the 
tenant, and in these circumstances he should 


similarly obtain the benefit of any reduction 
in the rateable value. If this is not the case 
and the tenant is unable to reach an amicable 
agreement with his landlord, his only course 
would appear to be to await the termination 
of his tenancy and then negotiate a new lease 
whereby the tenant is to pay the rates. When 
he has agreed this new lease with the landlord, 
he can then apply to the rating authority for 
derating. 

The last point is with regard to Town 
Planning. An occupier of industrial premises 
who has not obtained planning permission to 
use the property as such, may feel reluctant 
to draw attention to himself by applying for 
derating. We must therefore consider the 
circumstances in which planning permission is 
required. 

Planning control has been in force through- 
out England and Wales since 1943, and in some 
areas even before this date. The effect of this is 
that planning permission must be obtained 
before any development is carried out on 
land.) Development includes the change in 
use of a building. For this purpose the various 
uses to which a building may be put are 
divided into classes, i.e., dwelling house, shop, 
office, light industrial building, etc. No plan- 
ning permission is required for a change of use 
within the same class, but if the new use falls 
outside the existing use class, then permission 
must be obtained. Thus a property may be 
changed from a grocer’s shop to a butcher’s 
without planning permission, but a change of 
use to a dental laboratory would require 
permission. In this respect a dental laboratory 
would appear to come within the light indus- 
trial class. 

If development has been carried out with- 
out permission, the planning authority may 
in certain circumstances require the discon- 
tinuance of the new use, without paying com- 
pensation, by issuing an enforcement notice. 

The circumstances are as follows:— 

a. Where the development was carried out 
since planning control came into force (1943 
in most areas) but prior to July 1, 1948. In 
this case the planning authority could serve 
an enforcement notice at any time before 
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b. Where the development was carried out 
since July 1, 1948. An enforcement notice may 
be served within four years of the date of 
development.® This four-year period is likely 
to be extended shortly.” 

Subject to these two clauses, a planning 
authority has no power to require the discon- 
tinuance of the existing use of a building, 
without paying compensation, although per- 
mission to change to a new use may be refused. 

In many cases it will be possible for an 
occupier to give a fair estimate as to whether 
an enforcement notice is likely to be served on 
a property for which no permission has been 
obtained, e.g., the risk will be greater in a 
purely residential area than in an industrial 
area or in an area in which there is mixed 
development, such as shops, houses, offices, 
etc., all in one street. 


The foregoing notes are intended only .s 
a guide for an occupier to decide whether : is 
property will qualify for derating, and so: ie 
points to be considered before making appli: a- 
tion for derating. It is not possible to refer io 
any particular property, as each case mist 
finally be decided on its own merits. It would 
appear, however, that derating is particularly 
applicable to Dental Laboratories. 
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PERSONALITIES 


Mr. H. J. NOWERS, F.1.B.S.T., Hon. Secretary, Croydon Branch 


PribE in his life-long association with Croydon 
probably inspires H. J. Nowers to ensure that 
our Croydon Branch is the virile one it is. 

A native of Croydon, having been born there 
in 1902 and educated at Purley Oaks School, 
he was determined not to follow his five 
brothers in accountancy. He was apprenticed 
for four years with the late Edgar Field, 
L.D.S., of Croydon, and, after his indentures 
had expired, remained at this practice for a 
further five years before moving to take an 
appointment with Mr. Alfred Drewitt, L.D.S., 
of Purley. 

In 1928, partnered by Mr. H. E. Sandy, he 
opened a Laboratory in Croydon, and in 1940 
assumed sole ownership. 

One of the original members of the Dental 
Laboratory Owners’ Association and a founder 
member of the Croydon Branch, in 1946, when 
the branch was affiliated to S.I.M.A., he 
became its Hon. Secretary, and has been the 
Branch representative on the Main Committee 
since 1948. In his zeal for his duty to his 
Branch he has the notable record of not missing 
a committee meeting in that time. 
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With the co-operation and assistance of 
Mr. D. M. Beauchamp he has been instrumental 
in the very successful series of Table Demon- 
strations and Film Shows which have been held 
at Norbury Library for the past four years, and 
his work has been well rewarded by the way in 
which other branches have followed them. 

His efforts in the past and his hopes for the 
future are for a closer co-operation between 
S.I.M.A. and the rest of the Profession, and 
also to see 100 per cent Laboratory Owner 
membership of the S.I.M.A. 

In private life he lives at Beddington, within 
a stone’s throw of the Croydon boundary, and, 
like so many more of the hard core of enthus- 
iasts, he has many years of activities in other 
spheres, having served in his Church choir for 
twenty-five years with his father and four 
brothers, and being for ten years responsible 
for running the Church Youth Club footbail 
team. His War Service consisted of a period 
of four years with the Surrey Home Guard. 
His family life is bound up with his wife, two 
boys, and a girl. The elder boy is determined 
to avoid dentistry and is opting for the R.A.F. 
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[IS THIS WHAT YOU ARE LOOKING FOR? 
THE MORTIMER “UNIVERSAL ” BUNSEN 


Mortimer Dental Presses announce a new 
type of bunsen which will answer a long-felt 
want by dental technicians and also by many 
dental surgeons. 

This new piece of equipment is called a 
“Universal” bunsen because it is so designed 
as to provide a variety of different flames. In 
appearance it is very similar to the best class 
of medium-sized laboratory bunsen. It has a 
regulating cock to control the supply of gas 
and, in addition, is fitted with two small- 
diameter gas pipes within the main chimney. 
These subsidiary pipes are supplied with gas 
from the ordinary regulating cock by a novel 
arrangement of ports, each of which operates 
over a quarter turn of the regulator. 

One of the internal subsidiary pipes delivers 
a fine gas jet without air, this being invaluable 
for smoothing the wax surface of dentures, 
etc., and it can also be reduced to give only 
a small pilot flame. 


Micro- 
bunsen 


Supply 
pipe 


The Mortimer ‘‘ Universal ”’ 
Bunsen 


The arrangement 
of the tubes 


The second internal subsidiary pipe is itself 
a miniature bunsen designed to give a small 
intense flame with air for light soldering work. 

The whole arrangement is very neat and 
simple and enables the operator to obtain at 
will (by adjusting the regulating cock) an 
ordinary bunsen flame, a micro-bunsen flame, 
and a yellow gas jet. 

A special removable base of the pin-and- 
socket type is standard so that the equipment 
can be used in the ordinary way on the work- 
bench or surgery table, or, if desired, may be 
held in the hand as a torch. 

All parts of the bunsen are easily dismantled 
for cleaning and are made from solid brass, 
chromium plated to prevent corrosion. 

This is undoubtedly a novel and attractive 
item of workroom equipment which should be 
very popular. We understand it is stocked by 
all Dental Depots and that an illustrated 
leaflet is available on request. 


Ordinary /_ 


bunsen 
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Showing position of regulating cock 
and flame obtained 
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NEWS FROM HEAD OFFICE 


A meeting of the Main Committee was held 
at 6, Holborn Viaduct, London, E.C.1, on 
Thursday, Oct. 4, when there was a full 
attendance of members, all branches being 
represented. 

Among the matters discussed were: 

Abolition of Grade III.—The committee feel 
that there should be a definition of Grade III 
technicians, and in the event of the abolition 
of this category provision should be made for 
employment of ancillary laboratory workers 
who do not qualify for Grade IT. 

Wages Application.—The committee are of 
opinion that the economic position of the 
Craft does not permit of higher wages at the 
present time but the Unions’ claim is still 
under consideration by the B.D.A. and a deci- 
sion will no doubt be reached at the next 
meeting of the N.J.C. 

Wages during Sickness.—A proposal is now 
before the N.J.C. for a reduction of the 
employee’s wages during sickness by half the 
amount of his National Health Insurance 
benefit. The committee consider, however, 
that in view of the generous provisions for 
payment during sickness under the N.J.C. 
regulations, the full amount of the insurance 
payment should be deducted from wages 
during illness. 

Chrome Cobalt Alloys.—Various aspects of 
the marketing of these new materials have 
been fully explored, and while S.I.M.A. does 
not advocate the use of any particular alloy, 
useful information is available at Head Office 
for the guidance of any members who are 
contemplating using these metals for denture 
bases. 

Supplies of Plaster—Further representa- 
tions have been made to the Ministry of 
Health regarding the poor quality of plaster 
and the scarcity of Kaffir “D”. The difficulty, 
however, appears to be one of distribution, and 
therefore members experiencing any shortage 
of supplies are advised to contact Head Office 
so that the matter can be taken up. 

Dental Practitioner.”—The Branches 
have been requested to contribute a technical 
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article to the supplement each month in rota- 
tion and the Editorial Board will welcome 
efforts of this nature from individual members. 
We are also desirous of extending the circula- 
tion of the Journal, particularly among our 
members, and present subscribers can assist ly 
bringing it to the notice of their colleagues in 
the craft. We would remind members that 
THe DenTAL PRACTITIONER is their official 
organ and as such is entitled to their support. 

New Members.—The following applicants 
for membership have been recommended to 
the Council for election as members. 


Full Members 

H. G. Brees, 117, Hampton Road, Redland, 
Bristol, 6. 

A. E. Burch, 17, Middleton Avenue, Sidcup, 
Kent. 

T. E. Crawt, 81, Harley Street, London, W.1. 

L. T. Morrisey Dental Laboratory, 187, 
London Road, Portsmouth. 

R. E. Sheldrake, 35, Harley Street, London, 
W.1. 

A. Witham, 109, Mason’s Hill, Bromley, Kent. 

A. E. J. Yeo, 92, Queen’s Road, Clifton, 
Bristol. 


Affiliated Member Transferred to Full 
Membership 
G. A. Cheeseborough, 59a, Chesson Road, 
London, W.14. 


Affiliated Members 

Victoria Dental Laboratory, la, Victoria 
Avenue, Leeds, 1. 

Barrett’s Dental Laboratory, 169, Beeston 
Road, Leeds, 11. 

C. <A. Bloomfield, 6, Carlton Street, 
Nottingham. 

W. D. Davidson, 1, Deveraux Drive, Wallasey. 

Westminster Dental Laboratory, la, Ashley 
Place, London, S.W.1. 

R. A. Young & Son, 1, Darley Street, Leeds, 2. 


Membership Canvass.—Mr. W. L. Thomas is 
continuing his efforts to increase the member- 
ship of the Association, and members can 
assist by forwarding the names and addresses 
of bona fide and reputable laboratories. 
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The 


ITEMS OF INTEREST 
Abridged Report 


The Advisory Committee on No. 118 Dental 
Technicians Course, City and Guilds of London 
Institute, held at the Borough Polytechnic, 
Borough Road, S.E.1, Thursday, Sept. 27. 

The Committee’s Report was as follows:— 

This Committee met to discuss a somewhat 
lengthy agenda. 

In the absence of Dr. D. H. Ingall, Professor 
H. R. B. Fenn kindly consented to occupy the 
chair. 

Captain W. H. Williams, of The City and 
Guilds, was elected secretary. 

The 1951 Examinations and Reports of the 
examiners were considered, together with some 
criticisms of the current regulations and 
syllabuses. As this subject was becoming 
somewhat involved, a sub-committee was 
elected to investigate the matter and to present 
its proposals to the parent committee as soon 
as possible. This sub-committee was also asked 
to consider a revision of the list of text-books 
and works of reference for the use of students 
in this course. 

Examinerships were then considered and 
are as follows :— 

Professor J. Osborne 

Mr. E. G. Emmett, F.I.B.S.T. 

Co-Examiners in 

(a) Dental Mechanics and Materials, 
Final—two papers. 
(b) Practical Test—one paper. 

lt was felt that because there had been a 

steep rise in the number of entrants for the 


Intermediate Examination over the previous 
year and there was the likelihood of a still 
greater increase next year, the Examiners 
should be duplicated. They were elected as 
follows :— 
Mr. A. O. Chick, L.D.S. R.C.S. 
Mr. E. G. Emmett, F.1.B.S.T. 
Mr. K. P. Liddlelow, F.D.S. R.C.S. 
Mr. C. T. Youles 
Co-Examiners in 
(a) Dental Mechanics and Material, 
Intermediate—one paper. 
(b) Practical Test—one paper. 
Mr. S. Holt, L.D.S., Examiner in Science, 
Intermediate Grade. 
Dr. D. H. Ingall, Examiner in Metallurgy, 
Final Grade. 


P. J. Loader 


Seeking relaxation from the Laboratory, 
P. J. Loader played his first game as an 
amateur for Surrey in the match against 
Kent at the Oval. 

Mr. Loader served an apprenticeship with 
Mr. H. J. Nowers, Secretary of the Croydon 
Branch, and now follows his craft with a 
Croydon practitioner. We send our best wishes 
to Mr. Loader for a successful season in 1952. 


Annual Conference Week-end 


Members are reminded that the Annual 
Conference Week-end for 1952 will be held on 
Friday and Saturday, Feb. 8-9, with the 
Holborn Restaurant as the Headquarters. On 
Friday, Feb. 8, the Annual Dinner and Dance 
will be held and members are urged to reserve 
this date. 


CAN YOU BELIEVE IT ? 


A technician took pride in the fact that 
when making a plastic denture he very care- 
fully measured the monomer, which he then 
poured into a jar. He then proceeded to add 
an uncertain amount of polymer, and having 
guessed the amount of polymer he was adding, 
he then poured off the excess monomer. The 
lid was immediately screwed on to the mixing 
jar and the contents were left to stand for a 
period which was deemed long enough for the 


material to dough. The jar was then opened, 
the dough removed and the denture packed 
immediately. Can you believe it that this 
technician wondered why he got streaky and 
porous dentures? Is this just another case of 
a technician who does not read the processing 
instructions given by the denture base 


manufacturers ? 
The moral of this story is: Adhere strictly 
to the manufacturers’ instructions. 
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NEWS FROM THE BRANCHES 


Proposed Branch.—A meeting is to be 
arranged for Saturday, Dec. 1, at 11 a.m., at 
the Bell Hotel, Humberstone Gate, Leicester, 
with the object of forming a Branch in this 
area. All members and laboratory non-mem- 
bers residing within a reasonable distance are 
cordially invited. 

Mr. E. G. Emmett, Chairman of the Dental 
Laboratories Section of the S.I.M.A., will be 
present. 

Croydon Branch.—Mr. H. J. Nowers, Secre- 
tary of the Branch, attended a meeting of the 
local group of the British Dental Association 
and after Dinner introduced three interesting 
films, namely, “The Making of Cap Splints”’, 
‘“*A Maxilla Fracture”, and “An Infected 
Fracture”. The films were well received and 
it is hoped that such meetings will serve to 
promote a closer understanding between the 
practitioner and technician. Mr. Haddock, 
who has so often assisted in Branch activities, 
was once more in charge of the projector. 

Liverpool and District Branch.—On Friday, 
Sept. 21, we heard the recording of the Dental 
Brains Trust held in June at the Caxton Hall, 
London. The meeting was representative of 
all branches of the profession and we had 
members from London, Edinburgh, Man- 
chester, etc. All were agreed that this method 
of recording meetings so that the record may 
be played back at any time, anywhere, held 


great possibilities for the provincial branches. 


We hope that some day S.I.M.A. will foria a 
library of interesting lectures, etc., which the 
local branches will be able to hire. The meet- 
ing closed with thanks to Mr. D. Martin 
Beauchamp, who brought the recording from 
London; also to Mr. Bradshaw, of Messrs, 
C. Ash & Co. Ltd., who had so kindly given 
the use of the room for the meeting. After the 
meeting and supper the Chairman and Secre- 
tary conducted a party of long-distance 
members through the Mersey Tunnel. We all 
look forward to meeting again before long. 
London Regional Branch.—The quarterly 
meeting took place on Thursday, Oct. 4, at 
6, Holborn Viaduct, E.C.1, under the Chair- 
manship of Mr. E. G. Emmett, and with a very 
good attendance of members. The Chairman 
gave a report on the work of the Main Com- 
mittee and pointed out that a lot of this 
information could be obtained by members 
on reading the supplement in THE DENTAL 
PRACTITIONER. A considerable discussion took 
place on the trend of business at present and 
the prospects for the future. Members’ atten- 
tion was drawn to the Annual Conference to 
be held next February, and their support for 
its many activities was requested. The 
branch A.G.M. is to be held in January, and 
the hope was expressed that all members 
would realize the necessity of attending the 
meeting so that the officials may get some 
benefit and guidance from the views expressed. 


S.1.M.A. section) DIARY 


West of Scotland Branch (Secretary: Mr. 
J. S. Fountain, F.1.B.S.T., 147, Bath Street, 
Glasgow, (C.2).—Meeting, Nov. 19, at the 
Bath Hotel, Glasgow, C.2. 


Croydon Branch(Secretary: Mr.H.J.Nowers, 
86, Croydon Road, Beddington, Croydon).— 
Meeting, Nov. 30, at the Six Bells, Handcroft 
Road, Croydon. 


London Regional Branch (Secretary : Mr. 
R. Foale, 899, Finchley Road, N.W.11).— 
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Branch A.G.M., Jan. 10, 1952, at 6, Holborn 
Viaduct, E.C.1, at 6.30 p.m. 


Dental Laboratories Section, S.I.M.A.. 
Annual Conference Week-end, Feb. 8-9, 
1952, at the Holborn Restaurant, W.C.1. 


North-western Branch (Secretary: Mr. W. 
Mayall, 15, King Street, Accrington).—Meet- 
ing, Nov. 18, at the Empire Hotel, Preston, 
at 2 p.m. “‘The Use of Methyl Methacrylate 
in Facial Restoration.” Lecturers: Messrs. 
Atherton and Staton. 
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